United States Department of Agriculture 
Animal and Plant Health Inspection Service 


197142149436977 inspjd 


USDA 



Inspection Report 


National Marine Fisheries Service Aquarium 

166 Water Street Customer ID: 645 

Woods Hole, MA 02543 Certificate: 14-F-0010 

Site: 001 

NATIONAL MARINE FISHERIES SERVICE AQUARIUM 

Type: ROUTINE INSPECTION 
Date: Jul-23-2014 


There were no non-compliant items identified during the inspection. 


NOTE - This was a courtesy inspection of the NMFS Aquarium. Exit interview held 7/23/14 on-site with facility 
representative. Report delivered by e-mail 7/23/14. 

*END OF REPORT* * 



Received By; 


Title: 


(b)(6), (b)(7)(c) 


Page 1 of 1 


Date: 

Jul-23-2014 





USDA 



United States Department of Agriculture Customer: 645 

Animal and Plant Health Inspection Service Inspection Date: 23-JUL-14 

Animal Inspected at Last Inspection 


Gust No Cert No Site Site Name 


Inspection 


645 14-F-0010 001 NATIONAL MARINE FISHERIES 23-JUL-14 

SERVICE AQUARIUM 


Count Species 
000002 Harbor seal 

000002 Total 


United States Department of Agriculture 
Animal and Plant Health Inspection Service 


230152140310939 inspjd 


USDA 



Inspection Report 


National Marine Fisheries Service Aquarium 

166 Water Street Customer ID: 645 

Woods Hole, MA 02543 Certificate: 14-F-0010 

Site: 001 

NATIONAL MARINE FISHERIES SERVICE AQUARIUM 

Type: ROUTINE INSPECTION 
Date: Aug-17-2015 


There were no non-compliant items identified during the inspection. 


NOTE - This was a courtesy inspection of the NMFS Aquarium. Exit interview held 8/1 7/1 5 on-site with facility 
representative. Report delivered by e-mail 8/1 8/1 5. 

*END OF REPORT* * 



Received By; 


Title: 


(b)(6), (b)(7)(c) 


Page 1 of 1 


Date: 

Aug-18-2015 





USDA 



United States Department of Agriculture Customer: 645 

Animal and Plant Health Inspection Service Inspection Date: 17-AUG-15 

Animal Inspected at Last Inspection 


Gust No Cert No Site Site Name 


Inspection 


645 14-F-0010 001 NATIONAL MARINE FISHERIES 17-AUG-15 

SERVICE AQUARIUM 


Count Species 
000002 Harbor seal 

000002 Total 


USDA 



United States Department of Agriculture 
Animal and Plant Health Inspection Service 

Inspection Report 


2016082567916466 Inspjd 


National Marine Fisheries Service Aquarium 
166 Water Street 
Woods Hole, MA 02543 


Type: ROUTINE INSPECTION 
Date: 23-AUG-2016 


Customer ID: 645 
Certificate: 14-F-0010 
Site: 001 

NATIONAL MARINE FISHERIES SERVICE AQUARIUM 


There were no non-compliant items identified during the inspection. 


NOTE - This was a courtesy inspection of the NMFS Aquarium. Exit interview held 8/23/1 6 on-site with facility 
representative. Report delivered by e-mail 8/23/16. 

*END OF REPORT* 


NOTE - The inspector completed this inspection report when Animal Care was transitioning to a new information 
management system. Because the inspector re-typed the inspection report into the new system when it was 
deployed, the “prepared by” date on this inspection report is different than the date the inspector prepared the 
original inspection report, which occurred on 8/23/16. 


Prepared By: 



Title: 
Received By: 


USDA, APHIS, Animal Care 

X/PTFRIMARV ^/IFnlPAI nFFIPFR inR/l 


(b)(6), (b)(7)(c) 


Date: 

07-SEP-2016 


Title: 


REPORT DELIVERED BY E-MAIL 8/23/1 6 
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Date: 

07-SEP-2016 





USDA 



United States Department of Agriculture Customer: 645 

Animal and Plant Health Inspection Service Inspection Date: 23-AUG-16 

Animal Inspected at Last Inspection 


Gust No Cert No Site Site Name 


Inspection 


645 14-F-0010 001 NATIONAL MARINE FISHERIES 23-AUG-16 

SERVICE AQUARIUM 


Count Species 
000002 Harbor seal 

000002 Total 


